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DD/R-8G5-62 

4 December 1962 


MEMORANDUM FOR: 111® Comptroller 

SUBJECT; Designation of Approving Officer 


Colonel Edward B. Giller, Assistant Deputy Director 
(Research) , whose signature appears below, is hereby 
designated as Approving Officer for funds allocated to 
the Deputy Director (Research) . 


HERBERT SCOVILLE, JR. 
Deputy Director 
(Research) 


as? 


Edward B. Uilier 
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